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RULES AND REGULATIONS FOR THE 
CLASSIFICATION OF SPECIAL SERVICE CRAFT, July 2013 


Notice No. 4 


This Notice contains amendments within the following Sections of the Rules and Regulations for the 
Classification of Special Service Craft, July 2013. The amendments are effective on the dates shown: 


Part Chapter Section Effective 
date 
15 2 11 1 January 2014 


It will be noted that the amendments also include corrigenda, which are effective from the date of this Notice. 


The Rules and Regulations for the Classification of Special Service Craft, July 2013 are to be read 
in conjunction with this Notice No. 4. The status of the Rules is now: 


Rules for Special Service Craft Effective date: July 2013 

Notice No. 1 Effective date: 1 August 2013 8 Corrigendum 
Notice No. 2 Effective date: 1 January 2014 & Corrigenda 
Notice No. 3 Effective date: 1 January 2014 


Notice No. 4 Effective date: 1 January 2014 


Part 15, Chapter 2 


Part 15, Chapter 2 
Hull Piping Systems 


Effective date 1 January 2014 


E Section 11 
Air, overflow and sounding pipes 


11.4 Air pipe closing appliances 


11.4.1 Closing appliances fitted to tank air pipes are to be 
of an automatic opening type which will allow the free 
passage of air or liquid to prevent the tanks being subjected to 
a pressure or vacuum greater than that for which they are 
designed, and prevent the free entry of water into the tanks, 
see also Pt 3, Ch 4,12.3. 


11.4.9 In the case of air pipe closing devices of the float 
type, suitable guides are to be provided to ensure 
unobstructed operation under all working conditions of heel 
and trim as specified in 11.4.4. 
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